1979 

ANNUAL 

READER 

INDEX 


BUILDING  MAINTENANCE 

Water  Problems  —  Jan .  60 

Aluminum  Roof  Coatings  —  Jan .  64 

Roof  Thermography  —  Feb .  64 

Work  Measurement  Standards  —  April  .  18 

Carpet  Maintenance  —  April  .  28 

Self-Propelled  Scrubber  Vacs  —  April  .  34 

Air  Handling  Units  —  April  .  44 

Occupational  Skin  Disease  Safeguards  —  April  .  50 

Deferred  Maintenance  —  April  .  66 

The  “After  Hours”  Cleaning  Myth  —  April  .  74 

Orbital-Action  Cleaning  Equipment  —  April  .  84 

Carpet  Maintenance  Plan  (case  study)  —  April  .  90 

Chemical  Carpet  Cleaner  (case  study)  —  April  .  92 

Maintenance  &  Chemical  Treatment  Program 

(case  study)  —  April  .  96 

Floor  Oil/Grime  Scrubber  (case  study)  —  April  .  98 

Water/Fuel  Program  (case  study)  —  April  . 102 

Planned  Lighting  Maintenance  —  May  .  58 

Work  Measurement  Standards  —  Aug .  12 

Maintenance  Manuals  —  Aug .  18 

Organizational  Communication  —  Aug .  26 

Staff  Training  Programs  —  Aug .  34 

Audio/Visual  Training  Aids  —  Aug .  42 

Praise  as  Staff  Motivation  —  Aug .  50 

Chiller/Boiler  Tube  Maintenance  (case  study)  —  Aug.  54 

Power  Maintenance  Equipment  —  Oct .  16 

Revamping  HVAC  Equipment  —  Oct .  22 


Staff  Turnover  —  Oct .  30 

Computerized  Property  Management  —  Oct .  38 

Energy  Audits  —  Oct .  56 

Contract  Housekeeping  Services  —  Oct .  62 

Property  Management  Services  (case  study)  —  Oct.  .  86 

Evaluating  Elevator  Service  —  Nov .  66 

Elevator  Performance  —  Dec .  42 

BUILDING  REMODELING 

Glass  Applications  —  Jan .  18 

Wood  Windows  —  Jan .  26 

Wood  Window  Replacement  (case  study)  —  Jan.  ...  30 

Aluminum  Windows  —  Jan .  36 

Window  Films  —  Jan .  44 

Window  Film  (case  study)  —  Jan .  44 

Roofing  Techniques  —  Jan .  52 

Energy/Maintenance-Saving  Window  Replacement 

(case  study)  —  Jan .  68 

Replacement  Window  System  (case  study)  —  Jan.  . .  70 

Roof  Insulation  (case  study)  —  Jan .  71 

Window  Weatherstripping  (case  study)  —  Jan .  74 

Reflective  Window  Insulation  (case  study)  —  Feb.  ...  76 

Precast  Parking  Facility  (case  study)  —  Feb  .  78 

Energy  Project  Investment  Analysis  —  March  .  16 

Energy  Monitoring  Equipment  —  March  .  24 

Energy  Management  —  March  .  46 

Life-Cycle  Costing  —  March  .  52 

Historic  Restoration  —  April  .  58 

Security  Locks  (case  study)  —  April  .  94 

Exterior  Metal  Paneling  (case  study)  —  April  . 106 

Maintenance  of  Task/Ambient  Lighting  —  May  .  12 

Programmable  Lighting  —  May  .  64 

Office  Environment  —  June  .  18 

Open  Office  Design  —  June  .  20 

Integrated  Ceiling  Systems  —  June  .  26 

Systems  Furniture  &  Task/Ambient  Lighting  —  June  .  34 

Open  Office  Sound  Control  —  June  .  44 

Relocation/Renovation  Guidelines  —  June  .  50 

Barrier-Free  Design  —  June  .  58 

Barrier-Free  Accessibility  Checklist  —  June  .  60 

Telecommunications  Systems  Update  —  June  .  68 

Movable  Partitions  —  June  .  82 

Savings  with  Movable  Partitions  (case  study)  —  June  94 

Reflective  Materials  (case  study)  —  June  .  96 

Open  Office  Landscaping  (case  study)  —  June .  98 

Insulating  Ductwork  (case  study)  —  June . 100 

Public  Corridors  (case  study)  —  June  . 110 

Systematic  Fire  Safety  —  July  .  12 

Computer  Control  of  Safety/Security  —  July  .  18 

Anatomy  of  a  Safety  Program  —  July  .  28 

Fire  Protection  —  July  .  34 

Building  Access  Control  — -  July .  42 

Elevator  Remodeling  (case  study)  —  July  .  50 

Electronic  Protective  System  (case  study)  —  July  ...  56 


Computerized  Fire  Safety  (case  study)  —  July  .  58 

Sub-Floor  Utility  Grid  (case  study)  —  July  .  60 

Planning  &  Analysis  Options  —  Sept .  16 

Steel  Doors  &  Frames  —  Sept .  32 

Remodeling  Decision-Making  —  Sept .  44 

Demountable  Partitions  —  Sept .  60 

Computerized  Security  Systems  —  Sept .  90 

Microprocessors  —  Sept .  98 

Bathroom  Tile  (case  study)  —  Sept . 108 

Open  Space  &  Sound  Control  (case  study)  —  Sept.  .112 

Roof  Retrofit  (case  study)  —  Sept . 116 

Space  Planning  —  Nov .  16 

Vinyl  Wallcoverings  —  Nov .  44 

Plantscaping  —  Nov .  58 

Systems  Furniture  —  Nov .  74 

Mobile  Storage  Systems  (case  study)  —  Nov .  88 

Underfloor  Power  Distribution  —  Dec .  18 

Variable  Air  Volume  HVAC  —  Dec .  26 

Elevator  Performance  —  Dec .  42 

Plexiglas  Window  Shutters  (case  study)  —  Dec .  56 

EXTERIOR  MAINTENANCE 

Concrete  Sealer  (case  study)  —  Jan .  72 

Turf  Care  —  Feb .  14 

Equipment:  Spring  Start-Up  & 

Preventive  Maintenance  —  Feb .  22 

Common  Turfgrass  Diseases  —  Feb .  28 

Grounds  Maintenance  Awards  —  Feb .  34 

Parking  Lot  Maintenance  —  Feb .  40 

Landscape  Planning  —  Feb .  46 

Landscape  Architects  &  Contractors  —  Feb .  54 

Parking  Lot  Drainage  —  Feb .  72 

Soil  Stabilizing  Agent  —  Feb .  74 

Exterior  Lighting  Design  —  May  .  74 

Lifeline  Window  Washing  Safety  Rope 

(case  study)  —  Aug .  68 

Gauge  Detects  Roof  Leaks  (case  study)  —  Sept . 124 

Aluminum  Membrane  Roofing  (case  study)  —  Nov.  . .  78 

LIGHTING,  HEATING  AND  COOLING 

HVAC  Energy  Savings  —  March  .  32 

Computerized  HVAC  Systems  —  March  .  40 

Energy  Management  —  March  .  46 

Life-Cycle  Costing  —  March  .  52 

Cooling  System  Study  —  March  .  60 

Time  Switches  —  March  .  70 

Utility  Rate  Factors  —  March  .  78 

Security/Emergency/Energy  Control  —  March  .  86 

Fuel  Cogeneration  Installations  (case  study)  —  March  88 
Automated  HVAC  Management  (case  study)  —  March  90 

Solar  Heated  City  Hall  (case  study)  —  March  .  96 

Heat  Pumps  (case  study)  —  March  . 100 

Air  Handling  Units  —  April  .  44 


Computerized  Energy  Management 

(case  study)  —  April  . 100 

Task/Ambient  Lighting  Maintenance  —  May  .  12 

Task/Ambient  Lighting  —  May  .  18 

Energy  Efficient  Lighting  —  May  .  26 

Lighting  Standards  —  May  .  34 

High-Pressure  Sodium  Lighting  —  May  .  42 

Emergency  Lighting  —  May  .  48 

Programmable  Lighting  —  May  .  64 

High  Light  Output  (case  study)  —  May  .  72 

Exterior  Lighting  Design  —  May  .  74 

High-Pressure  Sodium  Lights  (case  study)  —  May  . .  80 
Systems  Furniture  &  Task/Ambient  Lighting  —  June  .  34 

Pre-lnsulated  Steel  Panels  (case  study)  —  Aug .  60 

Indirect  Lighting  System  (case  study)  —  Aug .  64 

Vinyl  Strip  Doorway  (case  study)  —  Aug .  70 

Modular  Boiler  System  (case  study)  —  Aug .  72 

Energy  Performance  Standards  —  Sept .  24 

Common  Sense  Energy  Management  —  Sept .  68 

Energy-Saving  Lighting  Modifications  —  Sept .  82 

Microprocessors  —  Sept .  98 

Time-Shared  Building  Service  (case  study)  —  Sept.  .  126 
Computerized  Energy  Management 

(case  study)  —  Sept . 132 

Revamping  HVAC  Equipment  —  Oct .  22 

Lighting  Forecast  —  Oct .  48 

Humidification  in  Office  Buildings  —  Oct .  68 

Energy  Management  System  (case  study)  —  Oct.  ...  72 

Modular  Wiring  System  (case  study)  —  Oct .  80 

Programmable  Controller  Energy  Management 

(case  study)  —  Oct .  82 

Indirect  Lighting  (case  study)  —  Nov .  80 

User-Controlled  Energy  Management 

(case  study)  —  Nov .  84 

Solar  Hot-Water  System  (case  study)  —  Nov .  92 

Control  of  Energy  Usage  (case  study)  —  Nov .  94 

Heat  Pumps  —  Dec .  10 

Underfloor  Power  Distribution  —  Dec .  18 

Variable  Air  Volume  HVAC  —  Dec .  26 

Boiler  Efficiency  —  Dec .  35 

Mercury  Vapor  Lighting  (case  study)  —  Dec .  46 

Variable  Air  Volume  HVAC  (case  study)  —  Dec .  52 

Refuse-to-Energy  System  (case  study)  —  Dec .  54 

FLOOR  SELECTION  AND  CARE 

Carpet  Maintenance  —  April  .  28 

Self-Propelled  Scrubber  Vacs  —  April  .  34 

Orbital  Action  Cleaning  Equipment  —  April  .  84 

Carpet  Maintenance  Plan  (case  study)  —  April  .  90 

Chemical  Carpet  Cleaner  (case  study)  —  April  .  92 

Floor  Oil/Grime  Scrubber  (case  study)  —  April  .  98 

Carpet  For  Noise  Reduction  (case  study)  —  Sept.  ...  118 

Power  Maintenance  Equipment  —  Oct .  16 

Commercial  Carpet  —  Nov .  26 


BUILDING  OPERATING  MANAGEMENT 


51 


( 


•V.  - 


% 


.  1 


.  1 


t 


t- 


'v 


,'  •  -• 


) 


A* 


■  f .'  “• 


t 


il 


f 


.  1 


I 


'  ■■\'''  --i 
•  •-  .'’’.i--'  •'< ' 


\  - 


I 


V  '  .^  Y 


,  r.-. 

r ' ' 


